&® Audi A4 Wiring Diagram No. 310/ 1 


Automatic Day/Night Interior Mirror 
From 2002 m. y. 


Main fuse 


A97--0220 


@ on the Battery 
Fuse holder 


12.2005 


&® Audi A4 Wiring Diagram No. 310/1 
@ Instrument panel driver side 

Fuse Colors 

30 A - Green 

25 A - Withe 

20 A - Yellow 

15 A - Blue 

10 A- Red 

7,5 A- Brown 

5 A- Beige 


(a) Note: 


@ Fuse in fusebox from 23 onwards are numbered 223 onwards in Current Flow Diagram. 


Coupling station with threaded connection 


@ in the electronics box, plenum chamber 


2 - 10-Pin Connector, brown (T10a) 
3 - 17-Pin Connector, red (T17d) 


12.2005 


&® Audi A4 Wiring Diagram No. 310/ 1 


Connector station A-pillar 


@ behind side trim, left 


10 - 17-Pin Connector, orange (T17f) 
4-Pin Relay Carrier with threaded connection 


@ Instrument panel driver side 


12.2005 


Wiring Diagram 


&® Audi A4 gq Diag No. 310/2 
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97-55296 


white 
black 
red 
brown 
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lilac 
yellow 
orange 
pink 


Automatic Day/Night Interior Mirror 


D 
F4 
J519 
T10a 


Ignition/Starter Switch 

Back-Up Light Switch 

Vehicle Electrical System Control Module 

10-Pin Connector, brown, connector station E-box, plenum chamber 
17-Pin Connector, red, connector station E-box, plenum chamber 
17-Pin Connector, orange, connector station A-pillar, left 

32-Pin Connector, grey, on vehicle Electrical System Control Module 
Fuse in fuse holder 

Front Interior Light 

Automatic Day/Night Interior Mirror 


) Threaded connection -2- (30), on the relay plate 


Plus connection (15), in instrument panel wiring harness 


) Plus connection (30), in instrument panel wiring harness 


Connector (15a, fuse 231), in instrument panel wiring harness 


) Wire connection (RF), in instrument panel wiring harness 


without daytime running lights only 
with daytime.cunning lights, only 


12.2005 


&® Audi A4 Wiring Diagram No. 310/3 


Automatic Day/Night Interior Mirror 


J386 Door control module, driver side 
J387 Door control module, passenger side 
T10e 10-Pin Connector, black, on door control module, driver's door 
T10f 10-Pin Connector, black, on door control module, passenger door 
T17f 17-Pin Connector, orange, connector station A-pillar, left 

720 20-Pin Connector, black, door A-pillar, left 
T20a_20-Pin Connector, black, door A-pillar, right 

Y7 Automatic Day/Night Interior Mirror 


44 ) Ground connection, on left A-pillar, lower part 


¢ ® (J e6 ¢ ® ( Js87 


Ground connection (in roof) 


W0er7 10e/8 Wor Wore 
35 0,35 0,35 0,35 F . aye ad inte 
ii i ii Automatic Day/Night Interior Mirror Connection 1 (in instrument panel 
T2017 T2018 T20a/7 T20a/8 wing heres) 
9.22 0,22 9.22 oa Automatic Day/Night Interior Mirror Connection 1 (in instrument panel 
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wiring harness) 
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